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THEATER OF UNIVERSAL IMAGES 


1020 BROAD STREET NEWARK, NEW JERSEY 
Clarence C. Lilley Producing Director Willie R. Gibbs General Manager 


vx Presents _ 


az 


HAROLD NICHOLAS 


Cast: 
Harold Nicholas 
Ronnell Bey 
Valencia Emanuel 
Doug Frazier 
Gail Lou 
Miles Watson Leverett 

Frederick Owens 
Deena Phillips 
Latrice Verrett 


Crew: 
Noble Lee Lester - Stage Manager 
Butler - Musical Director 
Felix E. Cochren- Set/Costum Design 
Edward R. F. Matthews - Light Design 


“CONCEIVED, CHOREOGRAPHED 
and DIRECTED by: 
Osayande Baruti 


April 8 thru May3 


201-596-0407 - Subscription Sales and Group Sales 
212-265-4700 - New York Group Sales 


